RECOLLECTIONS  OF A PLAYER
"Miss Multon " was produced November 28,1876, with Clara Morris in the principal part. Sara Jewett, Mrs. "Wilkins, Miss Bijou Herron, James O'Neill, John Parselle, Stoddart, and others were in the cast. The indisposition of Miss Morris caused her to withdraw for a portion of the run, Charlotte Thompson and Katharine Rogers each taking her place during her absence. The play was a great success. At this time Charles Thome, Claude Burroughs, Harry Murdock, and Miss Claxton, together with other members of the company, not being in the cast, were sent to Brooklyn to give some performances of "The Two Orphans." After the performance of "Miss Multon," December 5,1876, as I was on my way home, I noticed, while crossing the ferry between New York and Jersey City, a great conflagration lighting up the sky. Living as I did in the country, the news did not reach me until late the next day that the Brooklyn Theater had been destroyed by nre, with a dreadful loss of life. Mr. Palmer had a numerous company, and frequently sent those 181aded its repetition. 18073aws near its
